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Rescission: 


MEDICAL EVALUATIONS 
FITNESS -FOR -DUTY EXAMINATIONS 


25X1 A 


Paragraph B( 6 )(b) of CIA Regulation 



dated k May 1951 


1. GENERAL 

This regulation prescribes procedures covering fitness -for -duty examinations. 

2. POLICY 

Fitness -for -duty examinations may be requested by any supervise fear sub- 
ordinate personnel under his supervision when a question of medical quali- 
fication for continued employment arises. 

3. PROCEDURES 

a. Requests for such examinations will be originated on Form No- 259* 
Medical Action Request and Report and directed to the Chief, Medical 
Staff, through the Operating Official concerned and the Director of 
Personnel. Requests foar fitness -f or-duty examinations vill be routed 
on an "Styes Only” basis. 

b. Reports of fitness-far -duty evaluations vill be submitted by the 
Chief, Medical Staff, to the supervisor eencerned, through the Director 
of Personnel and the appropriate Operating Official. Reports of fit- 
ness -for -duty examinations vill be routed on an "lyes Only" basis. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE; 

L. K. WHITE 
Deputy Director 
(Support) 
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